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A 


AA Study Tour 1979 


Acton, Sir Harold interviewed by Jules 
Lubbock 

Adelaide. Jn ‘Connecting Vision 2.’ By 
Kenneth Browne 


Aga Khan award, seminar to establish 
criteria held at Jakarta 


Airports. London, Heathrow conversion 
of airport terminal 
Architects: Pascall & Watson 


Alburgham, Jocelyn, obituary 


Alexandria, Virgina. Courthouse 
Architect: Allan Greenberg 


Amsterdam. Offices and factory, 
IBM Netherlands 
Architects: Duffy, Eley, Giffone, 
Worthington (Interior Design) 


Anastylosis 


Andover. House near 
Architects: Nicholas Ray of Hughes 
& Bicknell 


Art galleries 
London, Westminster. National 
Gallery extension 
Architects: DOE Directorate of 
Ancient Monuments and Historic 
Buildings. Criticism by William 
Allen 
London. Westminster, Piccadilly 
Gallery 
Architect: Neave Brown 
Washington DC, National Gallery 
of Art, East Building 
Architects: I. M. Pei & Partners. 
Criticisms by Colin Amery and 
William Allen 


Atget, Eugene, exhibition, RIBA 
Heinz Gallery 

Atria 
‘The Great Indoors.’ By Richard 
G. Saxon 
London, Westminster. Coutts Bank 
Architects: Frederick Gibberd & 


Partners 


Auction rooms. London, Christie’s 
Architects: Duffy, Eley, Giffone, 
Worthington (Interior Design) 


Australia 
Adelaide, Perth and Fremantle 
In ‘Connecting Vision 2.’ By 
Kenneth Browne 
Canberra. School of Environmental 
Design 
Architects: Eggleston MacDonald & 
Secomb with 
Roger Johnson (interior) 
Sydney, Canberra and Melbourne /n 
‘Connecting Vision.’ By Kenneth 
Browne 


Australian art (Gallery) 

Austria 
Innsbruck. Parish centre 
Architect: Horst Parson (interior) 


Awards, Aga Khan. Seminar to establish 
criteria held at Jakavta 


Baltimore. Offices and warehouse 
Architects: Frank Gehry & Associates 
(interior) 
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67-70 


227-239 


319-320 


12-21 
128 


93 


372-375 
2-3 


102-104 


256 


161-163 


150-157 


372-373 


227-239 





Banks. London, Westminster, Coutts 
Architects: Frederick Gibberd & 
Partners 


Barcelona. Restaurant, ‘I] Giardinetto’ 
Architects: F. Correa, A. Mila 
(interior) 


150-160 


276-278 

Barsvaerd, near Copenhagen. Church 
Architect: Jérn Utzon. Criticism by 
John Winter 


BBC Radio 3 ‘The Primitive and its 
Value in Art’ 64-65 


BBC series ‘Where we live now’ 64 


Berlin State Libra: 
Architect: _ ey 
“Light on Scharoun.’ By Colin St 
John Wilson 
Architect: Hans Scharoun. 

By Peter Blandell Jones 


Bierde-meyer style, exhibition, ‘Vienna 
in the Age of Schubert,’ Victoria 
and Albert 


Bloomingdales see Shops. New York 


146-149 


Boats, Royal Egyptian funeral, project 
for exhibition area 
Architects: Milan Kovac and Jan 
Borek 


Boutiques see Shops 
Burolandschaft 1958-78. By Francis 


uffy 


Canada 
Toronto. Metropolitan library 
Architect: Raymond Moriyama 
(interior) 

Canberra 
College. School of Environmental 
Design 
Architects: Eggleston MacDonald & 
Secomb with Roger Johnson 
(interior) 
In ‘Connecting Vision.’ By Kenneth 
Browne 

Castle Drogo, ‘The compromise of Castle 
Drogo.’ By Peter Inskip 


Castles. Eichstatt, Bavaria. Conversion 
of castle to natural history museum 
Architect: Karljosef Schattner 


Ceramics, ‘Neatby’s work with Doulton.” 
By Louise Irvine 


Chairs (Design Review) 


Churches 
Barsvaerd, near Copenhagen 
Architect: Jérn Utzon. Criticism by 
John Winter 
Innsbruck. Parish centre 
Architect: Horst Parson (interior) 
Riola, near Bologna, Italy 
Architect: Alvar Aalto. Criticism by 
Peter Hoffer 


Civic centres, London, Hillingdon 
Architects: Robert Matthew, 
Johnson-Marsha!! Partners. Article by 
Gavin Stamp 
Class 
‘A taste of class.’ By Peter Lloyd 
Jones 
Clubs 
Doha, Qatar 
Architects: Triad (World) 135 
London, Regine’s club 
Interior designers: GMA International 
Architects (interior) 
Providence, Rhode Island. The 
Athenaeum 
Architects: Warren Platner & 
Associates (project) 


273-275 


Colleges 
Canberra. School of Environmental 
Design 
Architects: Eggleston MacDonald & 
Secomb with Roger Johnson 
(interior) 
Urbino, Italy. School of Education 
Architect: Giancarlo De Carlo. 
Criticism and interview by Judi Loach 


Competitions, Melbourne Landmark 
deadline extension 





Conferences, IFLA/LI Congress 1979, 
Cambridge 


Connecting Vision 1. By Kenneth 
Browne 


Connecting Vision 2. By Kenneth 
Browne 


Conservation, Romania 


Conversions 
London, Heathrow airport terminal 
conversion 
Architects: Pascall & Watson 
London, Tower Hamlets, Bow. Factory 
extended to three houses 
Architects: Campbell, Zogolovitch 
Wilkinson & Gough 


Cost yardstick housing. East 
Hanningfield 


Architect: James Gowan 


Country houses, Castle Drogo. By 
Peter Inskip 


Courthouses. Alexandria, Virginia 
Architect: Allan Greenberg 


De Carlo, Giancarlo, interviewed by 
Judi Loach 


Denmark, Barsvaerd, near Copenhagen. 
Church 
Architect: Jérn Utzon. Criticism by 
John Winter 


Design, exhibition, ‘Homespun to 
High-speed: a century of British 
Design 1880-1980,’ Mappin Art 
Gallery, Sheffield 


Design Review 
Antony Redmile (interiors) 
chairs 
Fabritrak 
furniture 
Designer: Michael Haynes 
furniture by Robert and Trix 
Haussmann 
The Gold of El Dorado exhibition 
Designer: Alan Irvine, Buzas & 
Irvine 
Office workspaces by Nelson 
Designer: John Carl Warnecke 
and Associates 
Wall hanging by Polly Hope 
Dickens, Charles, Taste. Treatment in 
his periodical ‘Household Words’ 


Doha, Qatar. Club 
Architects: Triad (World) 


Doll’s houses 
Architect: Ralph Wright 


Eames, Charles (1907-78) and the Gold 
Medal 


East Hanningfield. Housing (cost 
yardstick) 
Architect: James Gowan 


Egypt. Museum. Proposal to house 
oyal Egyptian funeral boat 
Architects: Jan Borek and Milan 
Kovac 


Eichstitt, Bavaria. Conversion of palace 
to polytechnic administrative centre 
and castle to natural history museum 
Architect: Karljosef Schattner 


Embassies. Kuala Lumpar. Australian 
Architects: Joyce Nankivell Associates 


(World) 
Ephesus. Library of Celsus restoration 


Exhibition centres. Siena 
Architects: Mario Terrose, Carlo Nepi 
Fabizio Valacchi and Massimo 
Bagozzi. Criticism by Peter Hoffer 
Exhibitions 
Atget, Eugene. RIBA Heinz Gallery 
The Gold of El Dorado, London, 
Royal Academy 
Designer: Alan Irvine, Buzas & Irvine 
"Homespun to High-speed: a century 
of British Design 1880-1980,’ The 
Mappin Art Gallery, Sheffield 
Kiesler, Frederick, plans and model 
Lutyens 


211-214 


112-114 


380-381 
243 


318-319 


181-184 


215.219 


256 


112-114 


256 
190 
64 











railway architecture, ‘Les Temps des 
Gares 


‘Vienna in the Age of Schubert,’ 
Victoria and Albert Museum 
Watkins, David jewellery 


Extensions. House near Andover 
Architects: Nicholas Ray of Hughes 
and Bicknell 


Fabritrak (Design Review) 


France 
Paris. Sho 
Designer: [sabelle Hebey (interior) 
Paris, Pureaux. Flat 
Designer: Isabelle Hebey (interior) 


Fremantle. Jn ‘Connecting Vision 2.’ 
By Kenneth Browne 


Furniture 
Designer: Michael Haynes (Design 
Review) 
Designers: Robert and Trix 
Haussmann (Design Review) 
Office. By Francis Duffy (Interior 
Design) 


G 

Gallery 
illustrated notes by Bryan 
Robertson 
illustrated notes by Paul Overy 
Saul Steinberg. By Deanna 
Petherbridge 


Gardens 
Jerusalem. Archaeological garden 
Designed by Shlomo Aronson 
Leader for Year of the Garden. By 
Lance Wright 
‘Rise and decline of the garden 
knot.’ By Kenneth Woodbridge 
‘Gardens of delight.’ Review article by 
Osbert Lancaster 


General History of Architecture 
(Russian) published 


Geneva 
Offices, headquarters for Digital 
Architects: Duffy, Eley, Giffone 
Worthington (Interior Design) 


Germany 
Berlin State Library 
Architect: Hans Scharoun. By Colin 
St John Wilson 
Architect: Hans Scharoun. By Peter 
Blundell Jones 
Eichstatt. Conversions of a palace to 
polytechnic administrative centre and 
a castle to a natural history museum 
Architect: Karljosef Schattner 
Kapsweyer, Pfalz. Kitchen 
Architect: Gerd Lange 


Gold of El Dorado exhibition. London, 
Royal Academy 
Designer: Alan Irvine, Buzas & Irvine 


Gombrich, Sir Ernst. BBC Radio 3 
talks on ‘The Primitive and its Value 
in Art’ 


The Hague. Hotel Babylon 
Designers: Glynn Smith Associates 
(interior) 

Hecker, Zvi. By Peter Davey and David 
Fleischer 
“Work of Hecker’ (Ramot housing 
estate) by Peter Davey 
‘Morphology of Hecker’s Geometry’ by 
David Fleischer 

Hoober Stand, Wentworth Estate 
Architect: Henry Flitcroft 


Hotels. The Hague, Hotel Babylon 
Designers: Glynn Smith Associates 
(interior) 

Houses 
Andover (near) 

Architect: Nicholas Ray of Hughes & 
Bicknell 

London, Tower Hamlets, Bow. 
Conversion 

Architects: Campbell, Zogolovitch, 
Wilkinson & Gough 


185-188 
245-248 


59-62 


352 
323-324 


324-329 


136-139 


191 


32-40 
300-301 


112-114 


64-65 





Tehran 
Architects: Aratta Collaborative 
(World) 

Housin, 
East flanningfield (cost yardstick) 
Architect: James Gowan 
Jerusalem 
Architect: Zvi Hecker. By Peter Davey 
and David Fleischer 
Kiryah 
Architect: David Reznik. By Penny 
Maguire 
Paris, Place des Vosges apartment 
Architect: Richard Rogers & Partners 
(interior) 
Paris, Puteaux. Flat 
Designer: Isabelle Hebey (interior) 


Housing, old people. London, Hounslow 
Architect: Edward Jones 


Housing, shops and offices 
London, Westminster, St James 
Architects: Batir (Preview) 


India. Tour being organised by AA 


Innsbruck. Parish centre 
Architect: Horst Parson (interior) 


Interiors 
Special issue 
leader: design or deco? 
More interiors, special issue edited by 
Lance Wright 


Interior Design 
auction rooms, Christie’s. London 
Architects: Duffy, Eley, Giffone, 
Worthington (Interior Design) 
boutique, Ziirich 
Designers: Robert and Trix 
Haussmann 
offices. ‘Future of Office Planning’ 
and ‘Office Furniture.’ By Francis 
Duffy 
offices. Geneva, headquarters for 
Digital 
Architects: Duffy, Eley, Giffone, 
Worthington 
offices. London, Westminster, ATV 
Designers: Tom Pike & Marvin Shane 
offices. Welwyn Garden City, IBM 
Designers: Vaci Associates 
offices and factory. Amsterdam, IBM 
Arch,tects: Duffy, Eley, Giffone 
Worthington 

Iran. Tehran. House 
Architects: Aratta Collaborative 

orld) 
Israel see also Jerusalem 


Israel 
Kiryah. Housing 
Architect: David Reznik. By Penny 
Maguire 
Istanbul. Shop 
Architect: Mehmet Konuralp (interior) 


Italy 
Riola near Bologna. Church 
Architect: Alvar Aalto. Criticism by 
Peter Hoffer 
Siena. Exhibition Centre 
Architects: Mario Terrosi, Carlo Nepi 
Fabrizio Valacchi and Massimo 
Bagozzi. Criticism by Peter Hoffer 
Urbino. School of Education 
Architect: Giancarlo De Carlo. 
Criticism and interview by Judi Loach 


Jakarta. Seminar to establish criteria 
for the Aga Khan Award 


Jerusalem 
‘A Great and Golden City.’ By Penny 
Maguire 
Housing. 
Architect: Zvi Hecker. By Peter 
Davey and David Fleischer 
Landscaping. Schemes designed by 
Shlomo Aronson; Yahalom, Zuv; 
Miller, Blum; and Ulrik Plesner. By 
Ulrik Plesner 


Jewellery by David Watkins, exhibition 


Kapsweyer. Kitchen 
Architect: Gerd Lange 


320 


290-292 


10-62 
M1 


257-310 


72-373 


178-179 


364-370 


371 
376-377 
378-379 


372-375 


8-9 


215-219 


204-214 


319-320 


342-350 


355-358 


351-354 
191 





Kiesler, Frederick, exhibition of his 
plans and a model 

Kiryah, Israel. Housing 
Architect: David Reznik. By Penny 
Maguire 

Kitchens. Kapsweyer, Pfalz 
Architect: Gerd Lange 

Kuala Lumpar. Embassy, Australian 
Architects: Joyce Nankivell Associates 
(World) 

Kroll, Lucien, Ecological architecture of. 
Article by Stephanie Williams 





Landscape, IFLA/LI Congress 1979, 
Cambridge 


Landscaping. Jerusalem. Schemes 
designed by Shlomo Aronson; 
Yahalom, Zuv; Miller, Blum; and Ulrik 
Plesner. By Ulrik Plesner 


Letters 
Arnold, H. Godwin 
Hillingdon and Winchester 
Auger, Boyd 
A question of style 
Brownell, Raymond 
Utzon influence 
Catlin, Timothy 
Hillingdon cowardice 
Conner, Patrick 
King caricatured 
Esher, Lord 
How Hillingdon happened 
Gibberd, Frederick 
Strand atrium 
Hassan, Nawal M. 
Cairo replies 
Horsey, Miles 
Trouble in the cool tube 
Jamilly, Edward 
Architects caricatured 
Krause, Eric Following the dog trot 
Kwok, K 
Giant non-event? 
McDonald, James J. 
Dog trot developments 
Marquis, G. F. 
Australian omission 
Naismith, Robert J. 
Architects caricatured 
Nichols, W. H. E. 
Rationalist confusion 
O’Brien, Dermot 
A call for courage 
Orna, Bernard 
Berkhamsted blunder? 
Oughton, Frederick 
Carving inventory 
Scott, N. Keith 
Inside the NGA 
Smith, Ridley 
The AR in Australia 
Stamp. Gavin 
Hillingdon: Stamp hits back 
Stokes, David 
More caricatures 
Weaileans, Jon 
Design or deco? 
Whiffen, Marcus 
More caricatures 
Wiilett, F. J. 
The AR in Australia 


Libraries 
Berlin State 
Architect: Hans Scharoun. By Peter 
Blundell Jones 
Berlin State 
Architect: Hans Scharoun 
‘Light on Scharoun.” By Colin St 
John Wilson 
Portsmouth Polytechnic 
Architects: Ahrends, Burton & 
Koralek. Criticism by Lance Wright 
Toronto 
Architect: Raymond Moriyama 
(interior) 
Library of Celsus, Esphesus restoration 
Lithographs by Glynn 
Boyd Harte. 
London 
Hillingdon. Civic centre 
Architects: Robert Matthew Johnson- 
Marshall Partners. 
Article by Gavin Stamp 


330-341 


194-197 


198-203 


286-289 
2-3 


109-111 














Hillingdon. Conversion of airport 
terminal at Heathrow 
Architects: Pascall & Watson 
Hounslow. Housing for old people 
Architect: Edward owt 
Kensington and Chelsea. Regine’s 
club 
Interior designers: GMA Internationa! 
Architects (interior) 
Kensington and Chelsea and 
Westminster. 
Auction rooms, Christie’s 
Architects: Duffy, Eley, Giffone, 
Worthington (Interior Design) 
Tower Hamlets, Bow. Conversion of 
factory and two extensions to three 
houses 
Architects: Campbell, Zogolovitch 
Wilkinson & Gough 
Westminster. Bank, Coutts 
Architects: Frederick Gibberd & 
Partners 
Westminster. Homeworks 
Westminster. Offices for ATV 
Designers: Tom Pike & Marvin Shane 
(Interior Design) 
Westminster. ational Gallery 
Extension 
Architects: DOE Directorate of 
Ancient Monuments and Historic 
Buildings. Criticism by William Allen 
Westminster. Piccadilly Gallery 
Architect: Neave Brown 
Westminster. Roscoe’s restaurant 
Designers: Jon Wealleans and 
Geoffrey Spyer 
Westminster, St James. Shops offices 
and flats 
Architects: Batir (Preview) 
Westminster. Time Out offices 
Architects: Campbell, Wilkinson, 
Zogolovitch & Gough 
Westminster. Wings offices 
Designers: Whitmore-Thomas Two 
Los Angeles. Offices 


Architects: Frank Gehry & Associates 
(interior) 


273-275 


372-373 


Lutyens, Sir Edwin, exhibitions 


M 

Malaya, Kuala Lumpar. Australian 
embassy 
Architects: Joyce Nankivell Associates 


(World) 


Mecca. University. King Abdul Azziz 
Architects: Skidmore, Owings and 
Merrill (World) 5-7 


Melbourne. /n ‘Connecting Vision’. By 


Kenneth Browne 227-239 


Melbourne international competition 
Landmark, deadline extension 191 


Middle East see also Israel 


Middle East 
Doha, Qatar. Club 
Architects: Triad (World) 
Egypt. Proposal to rehouse Royal 
funeral boat 
Architects: Jan Borek and Milan 
Kovac 
Mecca, King Abdul Azziz University 
Architects: Skidmore, Owings and 
Merrill (World) 
Tehran. House 
Architects: Aratta Collaborative 
(World) 

Monuments, Hoober Stand, Wentworth 
Estate 
Architect: Henry Flitcroft 


Motorways, M3: a compromise at 
Winchester? 


Museums 
Eichstitt, Bavaria. Conversion of 
castle to natural history museum 
Architect: Karljosef Schattner 
Proposal to rehouse Royal Egyptian 
funeral boat 
Architects: Jan Borek and Milan 
Kovac 


N 
Neatby, William J. ‘Neatby’s work with 
Doulton.’ By Louise Irvine 





Nervi, Pier Luigi, obituary 

Netherlands 
Amsterdam. IBM offices and factory 
Architects: Duffy, Eley, Giffone, 
Worthington (Interior Design) 
The Hague. Hotel Babylon 
Designers: Glyrn Smith Associates 
(interior) 

New Orleans. Piazza d'Italia 
Architects: August Perez and Urban 
Innovations Group 


New York. Restaurant garden room 
Architect: Roger Ferri (project) 


0 
Obituaries 
Adburgham, Jocelyn 
Eames, Charles 
Nervi, Pier Luigi 
Scarpo, Carlo 
Office furniture see Furniture, office 


Office workspaces, Nelson 
Designer: John Carl Warnecke and 
Associates (Design Review) 

Offices 
Burolandschaft, 1958-78. By Francis 


Du 
‘Future of Office Planning’ and 
‘Office Furniture’. By Francis Duffy 
{Interior Design) 
Geneva. Headquarters for Digital 
Architects: Duffy, Eley, Giffone 
pa yo (Interior Design) 
London. Westminster, ATV 
Designers: Tom Pike & Marvin Shane 
(Interior Design) 
London, Westminster. Time Out 
Architects: Campbell, Wilkinson, 
Zogolovitch & Gough 
London, Westminster. Wings offices 
Designers: Whitmore-Thomas Two 
Los Angeles 
Architects: Frank Gehry & Associates 
(interior) 
Welwyn Garden City, IBM 
Designers: Vaci Associates (Interior 
Design) 

Offices (interior) 

Offices and factory. Amsterdam, IBM 
Netherlands 
Architex ts: Duffy, Eley, Giffone, 
Worthington (Interior Design) 

Offices, shops and flats. London, 
Westminster, St James 
Architects: Batir (Preview) 

Offices and warehouse. Baltimore 
Architects: Frank Gehry & Associates 
(interior) 


372-375 


249-250 


284-285 
Old people see Housing, old people 


Palaces. Eichstatt, Bavaria. Conversion 
to polytechnic administrative centre 
Architect: Karljosef Schattner 

Paris 
Housing, Place des Vosges apartment 
Architects: Richard Rogers & Partners 
(interior) 

Housing. Puteaux. Flat 

Designer: Isabelle Hebey (interior) 
Shop 

Designer: Isabelle Hebey (interior) 


Paris and Venice. Lithographs by Glynn 
Boyd Harte 


Parish centres see Churches 


Perth. Jn ‘Connecting Vision 2.’ By 
Kenneth Browne 


Piazzas. New Orleans. Piazza d'Italia 
Architects: August Perez and Urban 
Innovations Group 


Planning 
‘Connecting Vision.’ By Kenneth 
Browne 
“Connecting Vision 2.’ By Kenneth 
rowne 


Jerusalem. ‘A great and golden city.” 
By Penny Maguire 

Jerusalem. Landscaping. By Uirik 
Plesner 





Po! hnic administrative centre. 
ichstitt, Bavaria. Conversion from 


palace 

Architect: Karljosef Schattner 
Polytechnics. Portsmouth. Library 

Architects: Ahrends, Burton & 

Koralek. Criticism by Lance Wright 


Post offices (interior) 


Preview 
shops, offices and flats. London, 
Westminster, St James 
Architects: Batir 


Preview 1980 announced 


*The Primitive and its Value in Art’ 
BBC Radio 3 


Providence. Club, The Athenaeum 
Architects: William Platner & 
Associates (project) 

Public houses (interior) 


Qatar 
Doha. Club 
Architects: Triad (W orld) 


Railway architecture, exhibition 
Redmile, Antony (Design Review) 


Research aid. British architects 
1840-1976: a guide to information 
sources 


Restaurant garden room. New York 
Architect: Roger Ferri (project) 


Restaurants 
Barcelona, ‘I! Giardinetto’ 
Architects: F. Correa, A. Mila (interior) 
London, Westminster. Roscoe's 
Designers: Jon Wealleans and 
Geoffrey Spyer 


Restoration. Library of Celsus 
RIBA Royal Gold Medal, Charles Eames 
Riola, near Bologna, Italy. Church 


Architect: Alvar Aalto. Criticism by 
Peter Hoffer 


R cultural sh 


hi 





Santa Cruz, California. Universities, 
Oakes College, University of 
California 
Architects: McCue, Boone Tomsick 
(World) 

Saudi Arabia, Mecca. King Abdul Azziz 
University 
Architects: Skidmore, Owings and 
Merrill (World) 


Scarpa, Carlo, obituary 


Scharoun, Hans, ‘Light on Scharoun’. By 
Colin Si John Wilson 


Seminars. Jakarta, to establish criteria 
for the Aga Khan Award 


“Services on Show.’ By Sean Mulcahy 
Shopping centres (interior) 


Shops 
Istanbul 
Architect: Mehmet Konuralp (interior) 
London, Westminster. Homeworks 
New York, Bloomingdales: the 
marketing of taste. Article by Jules 
Lubbock 
Paris 
Designer: Isabelle Hebey (interior) 
Zirich 
Designers: Robert and Trix 
Haussmann 

Shops, offices and flats. London, 

estminster, St James 

Architects: Batir (Preview) 

Siena. Exhibition centre 
Architects: Mario Terrose, Carlo Nepi, 
Fabrizio Valacchi and Massimo 
Bagozzi. Criticism by Peter Hoffer 


52-54 
269-270 


299-301 
49-50 


115-118 
296-297 











Spain. Barcelona. Restaurant, ‘Il 
Giardinetto’ 
Architects: F. Correa, A. Mila (interior) 
Sports centres (interior) 


Steinberg, Saul. Gallery by Deanna 
Petherbridge 


Switzerland 
Geneva. Headquarters for Digital 
Architects: Duffy, Eley, Giffone, 
Worthington (Interior Design) 371 
Zurich. Sho; 
Designers: Robert and Trix 
Haussmann 

Sydney. Jn ‘Connecting Vision’. By 
Kenneth Browne 


276-278 
260-262 


59-62 


178-179 


164-177 


Supermarkets (interior) 264-266 


T 

Taste 
‘A taste of class’ by Peter Lloyd Jones 
‘A House Full of Horrors’ Clump 
Lodge, Brixton 
Bloomingdales: the marketing of taste. 
Article by Jules Lubbock 


Tehran. House 
Architects: Aratta Collaborative 
(World) 8-9 


Toronto. Library 
Architect: Raymond Moriyama 
(interior) 
Tours. India. AA Study Tour 1979 
Town Halls, USA see Courthouses 


Turkey 
Ephesus. Library of Celsus 
restoration 
Istanbul. Shop 
Architect: Mehmet Konuralp (interior) 


Universities 
Mecca, King Abdul Azziz University 
Architects: Skidmore, Owings and 
Merrill 
Santa Cruz. Oakes College, University 
of California 
Architects: McCue, Boone Tomsick 
(World) 


Urino. School of Education 
Architect: Giancarlo De Carlo. 
Criticism and interview by Judi Loach 


72-79 
119-120 
115-118 


131-132 


204-214 


Venice and Paris. Lithographs by Glynn 
Boyd Harte 
Viollet-le-Duc, new editions of his books 65 
Visual communication, 
‘Connecting Vision.’ By Kenneth 
Browne 
‘Connecting Vision 2.’ By Kenneth 
Browne 


164-177 
227-239 


Wall hanging by Polly Hope (Design 
Review) 

Warehouse and offices. Baltimore. 
Architects: Frank Gehry & Azzovisics 
(interior) 

Washington DC Art gallery, National 
Gallery of Art, East Building 
Architects: I. M. Pei & Partners. 
Criticisms by Colin Amery and 
William Allen 

Watkins, David, exhibition of his 
jewellery 

Welwyn Garden City. Office, IBM low 
cost high technology 
Designers: Vaci Associates (Interior 
Design 

Wentworth Estate, Hoober Stand 
Architect: Henry Flitcroft 


“Where we live now.’ BBC series 


378-379 


Winchester. M3: a compromise at 
Winchester? 

World 
Doha, Qatar. Club 
Architects: Triad 
Kuala Lumpar, Australian 
Architects: Joyce Nankivell 
Associates (World) 





Mecca, King Abdul Azziz University 

Architects: Skidmore, Owings and 

Merrill 5-7 
Santa Cruz, California, Oakes College, 

University of California 

Architects: McCue, Boone Tomsick 131-132 


Wright, Frank Lloyd Newsletter 65 


Z 
Zirich, Shop 


Designers: Robert and Trix Haussman 178-179 


ARCHITECTS AND ARTISTS 
A 


Aalto, Alvar 
Adams,Bruce 


Ahrends, Burton & Koralek 


Aratta Collaborative 


Aronson, Shlomo 
Arup Associates 


Ashton & Broadbent, Jones, John Brandon 
Atget, Eugene 


Bagozzi, Massimo, Terrosi, Mario Nepi, 
arlo and Valacchi, Fabrizio 

Bakker, Gijs 

Barnden, Hugh and Betty 

Batir 

Baumann and Huehl 

Berlage 

Blaauw, C. J. 

Blaauw, Hans and Schwartz, Gary Rembrandt 

Boardman, Philip 

Boltanski, Christian 

Borek, Jan and Kovac, Milan 

Brooks, James 

Brown, M. Harris 

Brown, Neave 

Browne, Kenneth 


Burnham and Root 
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Architects: Llewelyn-Davies, Weeks, 
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Services Agency 

Interior Design by Colin Amery 
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Wigmore St 

Designers: Tom Pike and Marvin 
Shane 

Interior Design by Tom Pike and 
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Milan see Italy 

Miners’ Welfare Committee. Architects 
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Article by Charlotte Benton 
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Moline, Illinois see USA 


Moore, Henry. Article by Jonathan 
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Article by Colin Boyne 
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and Francis Duffy 

USA. Moline, Illinois. Extension to 
John Deere and Co 

Architects: Kevin Roche, John 
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Criticism by Laurence Booth 
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Premiata’. By Sir Hugh Casson 
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Great Britain. ‘Patrick Abercrombie: 
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Article by Gerald Dix 
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Criticism by Sherban Cantacuzino 
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Architects: Ahrends, Burton and 
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Architects: C. H. B. Quennell, C. 
Murray Hennell and Thomas Tait 
Article by Antony Cleminson 
Singapore 
Colleges. St. Andrews Junior College 
Architects: DP Architects 
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Factories. CEGO Pye Ltd 
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South Bank see London. Lambeth 
Spain. Barcelona. Conferences. 
International Committee of Critics of 
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Special issues 
France. Paris 
Edited by Sherban Cantacuzino 133-197 
The Thirties 271-333 
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World 
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